To:  McKean,  Deborahpmckean. deborah@epa.gov];  OBrien,  Wendy[OBrien.Wendy@epa.gov] 

From:  Partridge,  Charles 

Sent:  Mon  8/1 0/201 5 7:08:43  PM 

Subject:  FW:  screening  values 

2014  0304  Master  EPA  screening  levels.xlsx 


Guys, 


Here  are  all  of  the  screening  values  Region  4 used  on  the  coal  ash  spill.  Hope  this  helps. 


cp 


From:  Adams,  Glenn 

Sent:  Monday,  August  10,  2015  12:37  PM 

To:  Partridge,  Charles 

Cc:  Thoms,  Sharon;  Frederick,  Tim 

Subject:  screening  values 


Here  is  a table  we  used  for  the  Eden  Ash  Spill  in  NC.  Hope  this  helps. 


Sharon  Thoms  was  my  eco  risk  person  and  Tim  Frederick  was  my  HH  risk  person.  Sharon  and 
Tim,  if  there  is  a later  version,  please  send  to  Charlie. 

Glenn 


Glenn  Adams,  Chief 
Scientific  Support  Section 
EPA  Region  4 Superfund  Division 
404-562-8771  (office) 
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